
©SCABT/BLACK SHIELD 

25X1 A REF: (BX6842 XMR FART II ITEM 2) 


25X1 A 


X. BEF MSG IHDICATB) A RECENTLY FIXED M8L OBSERVED HEADIMG 
SSE FROM HASOl SAM SITS #267, 

2, me IMDXCATSS POSSIBLE CONTRAIL SITED BUT SO MSL OBSERVED, 
3a DESIRE FOLLOWIBG ADDITIONAL IHFOs 

A. FRAME EE OBSERVED MSL, 

B. ALTITUDE OF MSL IF AVAILABLE. 

C. BEADIBB IK DECREES IF POSSIBLE. 

D 0 ART OTHER AMPL7FXE6 IKFO. 
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